FIA  Formula  1 
World  ChampionshipTM 


2020  Austrian  Grand  prix 

2 -5  July  2020 


From  The  Stewards 

To  The  Team  Manager, 

Alfa  Romeo  Racing  ORLEN 


Document  51 

Date  05  July  2020 

Time  17:16 


The  team  representative  is  required  to  report  to  the  Stewards  at  17:45  in  relation  to  the  incident 
below. 


No  /  Driver  7  -  Kimi  Raikkonen 

Reason  Alleged  breach  of  Article  28.13  c),  car  7  released  in  an  unsafe  condition  from  a  pit 

stop  at  16:16. 


Gerd  Ennser  Felix  Holter 

Vitantonio  Liuzzi  Walter  Jobst 


The  Stewards 


